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Industrial Division Drench Chiefs 
Chief# Industrial Division 
List of Area and Exit Wardens 


16 Eovesber 1956 


Relocation of D/I branches has necessitated a reassignment 
of area exs& exit wardens within the Division. The following 
assignments are nee in effect. 


Post 

Responsible 

Unit 

Area £ 

D/A 

D/I Ass 

Area M 

D/I 

Area S 

D/I 

EE-1 

D/I 

AW A 

D/I 

EE-12 

D/I 


EE*1 3 D/I 


AEE-21 D/2 


25X1 A9a 


25X1 A9a 

Position Same Tel epho ne 
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